HIRSCHWITZ, NEW ORLEANS* LA, 


The New United States Federal Building is 
located on South Street across from Lafayette 2 
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NEW ORLEANS — AMERICA'S MOST INTERESTING CITY 




The New United States Federal Building, 
New Orleans, La. 



















